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Joe  Biden  is  Projected 

President  Elect 


t  Nevada  (6)  State  winner  is  Joe  Biden  with 
670,344  Votes  as  compared  to  Trump  634,158  i 
Votes,  and  Biden  lead  is  36,186.  There  are 
remaining  35,279  Votes  6  being  counted. 

^Nation  Wide  Popular  votes:  BIDEN  is  50.6%  with  I 
76,177,496  votes  and  TRUMP  is  47.6%  with  [ 
71,541,726  votes.  All  OTHER  Candidates  have 
1.8%  with  2,686,517  Votes.  Estimated  remaining 
8,176,261  Votes  6  are  still  being  counted.  I 

t  Pennsylvania  (20)  Projected  Winner  is  Joe  t 
Biden.  NC  GA  AZ  are  under  close  watch. 

►  Joe  Biden  259  confirmed  plus  20  Projected  in  i 
Pennsylvania,  makes  a  total  of  279  electoral  I 


Major  Countries  of  the  World 


►China  ■  Russia  ""  Brazil  ^  Mexico  0  and  Turkey  c  are 
awaiting  final  results  before  sending  their  congratulations. 


Electoral  Votes  Count 

Estimated 


►306  (2016  Wins  of  Trump)  - 11  likely  lost  in  Arizona  = 
295  estimated  for  Trump 

►295  - 10  lost  in  Wisconsin  =  285  estimated  for  Trump 

►285  - 16  Michigan  lost  =  269  estimated  for  Trump. 

►269  - 1  lost  in  Nebraska  =  268. 

►268  -  20  projected  loss  in  Pennsylvania  =  248 
estimated  for  Trump. 

►248  - 16  probable  loss  in  Georgia  =  232  estimated  for 
Trump. 

►Numbers  are  not  definite  yet.  Georgia,  Pennsylvania 
and  Arizona  are  still  a  close  watch. 

t538  -  232  =  306  total  for  Biden  estimated. 

►  Joe  Biden  is  projected  President  Elect. 


270  TO  WIN 


279 


45  ELECTORAL  VOTES  REMAIN 


v'  BIDEN 


TRUMP 


95%  OF  EXPECTED  VOTE 


■  BIDEN  50.7%  ■  TRUMP  47.5%  ■  OTHER  1.8% 

76,458,602  71,730,499  2,694,402 


Estimated  remaining  7,698,497 


Joe  Biden  is  Projected 

President  Elect 


t  Nation  wide  about  8  millions  are  still  being 
counted,  but  3  States  are  being  closely  watched; 
Pennsylvania  (20),  Georgia  (16),  and  Arizona  (11) 
with  collectively  less  than  a  half  million  votes  6 

are  still  being  counted  for  the  final  countdown. 
Margin  of  votes  are  razor  thin  of  few  thousands 
votes 
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95%  OF  EXPECTED  VOTE 


■  BIDEN  50.7%  ■  TRUMP  47.5%  ■  OTHER  1.8% 

76,458,602  71,730,499  2,694,402 


Estimated  remaining  7,698,497 


